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BILL NO. S-84-03- 


SPECIAL ORDINANCE NO. 


^-J2±£ 


AN ORDINANCE approving City 
Utilities Purchase Order Numbers 
A-33585 and A-33586 with Badger 
Meter and Rockwell International, 
for the Water Maintenance and Ser¬ 
vice Department of the City of Fort 
Wayne, Indiana. 


NOW, THEREFORE, BE IT ORDAINED BY THE COMMON COUNCIL OF 
THE CITY OF FORT WAYNE, INDIANA: 


SECTION 1. That City Utilities Purchase Order Numbers 


A-33585 and A-33586, between the City of Fort Wayne, by and througli 

City Utilities, and the Department of Purchasing with Badger Meter 

and Rockwell International, respectfully for: 

approving the awarding of the bids 
with respect to the purchase of 
water meters for the Water Mainten¬ 
ance and Service Department of the 
City of Fort Wayne, Indiana; 

involving a total cost of One Hundred Eighty Thousand One Hundred 
Forty-Nine and 43/100 Dollars ($180,149.43), (Badger Meter - 
$152,670.30; Rockwell International - $27,479.13), all as more 
particularly set forth in said Purchase Orders, which are on file 
in the Office of the Department of Purchasing, and are by refer¬ 
ence incorporated herein, made a part hereof, and are hereby in 


all things ratified, confirmed and approved. 

SECTION 2. That this Ordinance shall be in full force 


and effect from and after its passage, and any and all necessary 
approval by the Mayor. 













seconded by 


Read the first time in full and on motion by _f 

1 nut ^^ ^ adopted, .read theVsecond time 


(and—tire 'Ci'try* 


by title and referred to the Committee .. ^ 

p 1 n n r'r>rTnTr i c j pn —§©*=—u JO omiTiJindu Llcii) and Pub lie'Hear iny Lo be held~ 

legal nn^--L cua . a t th ^ - Coun si^-ehaH^sersT- Citv - Ce untv^-au4144n€r / - F or t_ Wayne., 





Read the th^d tiite in full and on motion by , ., , 

seconded by__f and duly adopted, pla^d'on its 

passage. PASSED ( ^iOSg) by the following vote: 


TOTAL VOTES 

BRADBURY 

BURNS 

EISBART 

GiaQUINTA 

HENRY 

REDD 

SCHMIDT 

STIER 

TALARICO 

DATE: 


AYES NAYS 

^ _ 





ABSTAINED ABSENT TO-WIT: 



Passed and adopted by the Common Council of the City of Fort 


Wayne, Indiana, as (ANNEXATiOtt^— (apPR^RIATTDF) 
(SPECIAL) .U-ONiNG-MAP) ORDINANCE (R^QT.TTTTON) 1 
on the _ f-CP d ay of_ 


■^GENERAL) 


i9z£:. 



SANDRA E. KENNEDY, CITY CLERK 





PRESIDING OFFICER 


Presented by me to the Mayor of ^e City of Fort Wayne, 

on the _ ^ ^ d ay of _/ 

at the hour of _ _^o' clock_ 


Indiana, 

19 ■ 



Approved and signed by me this day of AAQW-C^Vn _ 

19 / at the hour of _ \ 5-■ o 'clock fi _.M.,E.S.T. 



WIN MOSES, JR., MAYOR 
























































































CifyofFort'Vfeyne 


FORM FWPO-1 
APPROVED BY THE 
STATE BOARD OF 

'fTY°UTiiJTiES AND DEPARTMENT OF PURCHASES 

SIVIL CITY OF NUMBER ONE EAST MAIN STREET. ROOM 940 

=ORT WAYNE 1980 • FORT WAYNE. IN 468'02 

MAIL ALL CORRESPONDENCE, CLAIM VOUCHERS, ETC., TO: 

rija 


Water Maintenance and Service 

415 E. Wallace 

Fort Wayne, IN 46803 

L 

Badger Meter 

4545 West Brown Deer Road 
l^ilwaukee WI 53223 


220 


PURCHASE ORDER NUMBER 


33586 


DATE 
REQ. NO. 


CORRESPONDENCE. 


INVOICE IN DUPLICATE 


!■ civil; CITY 



CimOTILITIES 





TAX EXEMPT (unless otherwise indicated) 



uZ!3SZ3^HD 



Est. Quan. Description 

10 1" regular 

Unit Price ;‘s., 
51.12 ■' ■ 





2 

2" turbo 

208.89 




-- , 


' r ■ 

r 3" turbo 

301.28 



'' f'" ’ 



2 ■ 

3"x3/4" comp 

8 O 9.29 






2 

4" turbo 

582.75 






2 

6" turbo 

1102.48 






1000 

5 / 8 " standard w/remote 

: 28.35 






5000 

5/8 X 3/4" standard w/remote 

' 28.35 




■ ' ’t— ' 


TOTAL ESTIMATED QUANTITY; $152,670.30; 



f . 








..'■Vi S'- 




.. PRICES 

PER BID.REFERENCE NO. 694 , 




■ - — . - 



SUBJECT 

TO COUNCILMANIC APPROVAL 







DATE; 




5^“ 





;'f. 



ORD. NO. 





"■ ' 







COMPLIANCE WITH THE 


“FOLLOW UP“ CORRE¬ 


SPONDENCE. 


TINATION SPEaFIED. 


READ 

INSTRUCTIONS ON 
THE BACK OF THIS 
ORDER 


THE CONTRACTOR OR VENDOR. 
ACCEPTING THIS ORDER, 


MENT ON THE BACK OF THIS OR- 


CLUDE TAXES OF 


INDIANA SALES T/ 


IF THIS ORDER DOES NOT 


ID APPROPRIATED. 


::iTY CONTROLLER 


DIRECTOR OF PURCHASES 



























CRM FWPO-1 
PPROVED BY THE 
TATE BOARD OF 
CCOUNTS FOR 
;ITY UTILITIES AND 
JIVILCITY OF 
ORT WAYNE 1980 


QfyofFort’Vfe)Tie 


DEPARTMENT OF PURCHASES 
NUMBER ONE EAST MAIN STREET. ROOM 940 
FORT WAYNE, IN 46802 
/lAIL ALL CORRESPONDENCE, CLAIM VOUCHERS, ETC., TO: 


I V/ater Maintenance and SErvice 
415 E. Wallace 
Fort Wayne IN 46803 

L 

^ ROCKWELL INTERNATIONAL(Meter) 
340 Shore Drive 
P.0, Box 38 
Hinsdale IL 60521 

ilENT OR DIVISION 


220 


n 


PURCHASE ORDER NUMBER 


A- 


33585. 


Hi 


j 


THE ABOVE INFORMATION MUST APPEAR ON ALL INVOICES, 
BILLS OF LADING, DELIVERY TICKETS. PACKAGES AND 
CORRESPONDENCE. 

INVOICE IN DUPLICATE _ 


HC!yiLlCITYj» 

^ 'f. 'i 

B CITYJJTILITIESI 


5ASH DISCOUNT TERMS 






MATERIALS, SUPPLIES OR SERVICES 


TAX EXEMPT (UNLESS OTHERWISE INDICATED) 


Est; Quantity Desc. ; '' 

200 -- ■ 5/8" regular 

250 5/8x3/4 regular 

20.^ .. 3/4,regular: „. , ... _ 

10 1 1/2" disc regular 

1 1 2" disc regular 

10 2"x5/8" comp. 

1 . 4"x1" comp regular 

4 2" fire hyd. meter 

60 : - 3/4" w/remote ‘ - - - - 

35 1" w/ remote 

12 1 1/2" disc_w/remote ^ 

8"'^rf''‘'2" disc w/remote 

2 . 2"x 5/8" corap w/remote 

TOTAL ESTIMATED QUANTITY: . $27,479.13. 
SUBJECT TO COUNCILMANIC APPROVAL 


. . 23.39 
23.39 
37.94.,,, 
155.84 ' 

216.47 
620.00 

1328.10 
344.88 
^^48.94 
63.30 
. 166.84-. 

227.47 
655.00^" 


PRICE PER BID REFERENCE NO. 694 


INCLUDE ALL CHARGES 
FOR DELIVERY, PACKING, 
ETC., NECESSARY TO COM¬ 
PLETE DEUVERY TO DES¬ 
TINATION SPEaFIEO. 


READ 

INSTRUCTIONS ON 
THE BACK OF THIS 

ORDER 


THE CONTRACTOR OR VENDOR. 
BY ACCEPTING THIS ORDER, 
AGREES TO THE GENERAL CON¬ 


CLUDE JA^ OF Al 


INDIANA SALES TAX EXEMPTION 
CERTIFICATE NUMBER 
034508-03 


TATION KINDLY RETURN 


FORE HAS BEEN DULY AUTHORIZED AND APPROPRIATED. 

CITY CONTROLLER _ 


DIRECTOR OF PURCHASES 
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rage 4 or C5 


THE FOLLOWING PRICES ARE TO BE "PER UNIT": 
SECTION #1 . . 

REGULAR STANDARD REGISTER METER 




METER SIZE 

EST. QUANTITY 

UNIT PRICE 

SCRAP ALLOWANCE 

5/8" 

200 

$ 22.22 

$ 4.10 

5/8" X 3/A" 

250 

$ 22.22 

$ 4.10 

3/A" 

20 

$ 31.11 

$ 5.80 

1" 

10 

$ 62.22 

$ 8.50 

1-1/2" Disc 

10 

$ 150.00 

$ 12.00 

2" Disc 

1 

$ 206.67 

$ 18.00 

2" Turbo 

2 

$ 209.00 

$ 18.00 

2" X 5/8" Coup. 

10 

$ No Bid 

^ No Bid 

3" Turbo 

1 

$ 309.00 

CO 

o 

o 

3" X 3/A" Comp. 

2 

$ No Bid 

^ No Bid 

A" Turbo 

2 

$ 449.00 

$ 30.00 

A" X 1" Comp. 

1 

$ No Bid 

^ No Bid 

6" Turbo 

2 

$ 878.33 

^ 60.00 

2" Fire Hyd. Meter A 

j No Bid 

^ No Bid 

SECTION #2 

REGULAR STANDARD 
READOUT HEAD, AND 

REGISTER METER WITH FACTORY MOUNTED SELF-GENERATING 

OUTSIDE REMOTE REGISTER. 

METER SIZE 

EST. QUANTITY 

UNIT PRICE 

SCRAP ALLOWANCE 

5/8" w/remote 

1000 

$ 36.67 

$ 4.10 

5/8" X 3/A" 

vj/remote 

5000 

$ 36.67 

$ 4.10 

3/A" w/remote 

60 

$ 45.56 

$ 5.80 

1 " w/remote 

35 

$ 83.33 

$ 8.50 

1-1/2" disc 

w/remote 

12 

$166.67 

$ 12.00 

2" disc w/reraote 

8 

$223.33 

$ 18.00 

2" X 5/8" comp. 

w/remote 

2 

$ No Bid 

^ No Bid 






















































Page 5 of 8 


QUESTIONNAIRE 

PLEASE LIST THE MAKE AND MODEL OF EACH METER BID: 
Section #1 


5/8" 

Kent C-700 Bronze Case 



5/8" X 3/4" 

Kent C-700 Bronze Case 



3/4" 

Kent C-700 Bronze Case 



1" 

Kent C-700 Bronze Case 



1-1/2" disc 

Kent C-700 Bronze Case 



2" disc 

Kent C-700 Bronze Case 



2" turbo 

Kent Series 3000 Turbine 

Bronze 

Case 

2" X 5/8" coup. 

No Bid 



3" turbo 

Kent Series 3000 Turbine 

Bronze 

Case 

3" X 3/4" comp. 

No Bid 



4" 

Kent Series 3000 Turbine 

Bronze 

Case 

4" X 1" comp. 

No Bid 



6" 

Kent Series 3000 Turbine 

Bronze 

Case 

2" fire hydrant meter 

No Bid 



Section #2 




5/8" w/remote 

Kent C-700 Bronze Case 



5/8" X 3/4" w/ remote 

Kent C-700 Bronze Case 



3/4" w/remote 

Kent C-700 Bronze Case 



1" w/remote 

Kent C-700 Bronze Case 



1-1/2" disc w/remote 

Kent C-700 Bronze Case 



2" disc w/remote 

Kent C-700 Bronze Case 



2" X 5/8" comp, 
w/remote 

No Bid 




























reagt: H Ui o 
f^e>ckWZ^l 

THE FOLLOWING PRICES ARE TO BE "PER UNIT": 

SECTION #1 

REGULAR STANDARD REGISTER METER 


METER SIZE 

EST. QUANTITY 

UNIT PRICE 

SCRAP ALLOWANCE 

5/8" 

200 

$ 

23.39 

$ 

6.50 

5/8" X 3/4" 

250 

$ 

23.39 

$ 

6.50 

3/A" 

20 

$ 

37.94 

$ 

7.00 

1" 

10 

$ 

52.30 

$ 

9.00 

1-1/2" Disc 

10 

$ 

155.84 

$ 

15.00 

2" Disc 

1 

$ 

216.47 

$ 

24.00 

2" Turbo 

2 

$ 

236.05 

$ 

17.00 

2" X 5/8" Coup. 

10 

$ 

620.00 

$ 

30.00 

3" Turbo 

1 

$ 

385.38 

$ 

31.00 

.3" X 3/A" Comp. 

2 

$ 

852.43 

$ 

54.00 

A" Turbo 

2 

$ 

620.46 

$ 

51.00 

A" X 1" Comp. 

1 

$ 

1,328.10 

$ 

85.00 

6" Turbo, Less 

Strainer2 

$ 

1,287.03 

$ 

100.00 

2" Fire Hyd. Meter A 

$ 

344.88 

$ 

15.00 


SECTION #2 

REGULAR STANDARD REGISTER METER WITH FACTORY MOUNTED SELF-GENERATING 
READOUT HEAD, AND OUTSIDE REMOTE REGISTER. 


METER SIZE 

EST. QUANTITY 

UNIT 

PRICE 

SCRAP ALLOWANCE 

5/8" w/remote 

1000 

$ 

34.39 

$ 

6.50 

5/8" X 3/A" 
w/reraote 

5000 

$ 

34.39 

$ 

6.50 

3/A" v//remote 

60 

$ 

48.94 

$ 

7.00 

1" w/remote 

35 

$ 

63.30 

$ 

9.00 

1-1/2" disc 
w/remote 

12 

$ 

166.84 

$ 

15.00 

2" disc w/remote 

8 

$ 

227.47 

$ 

24.00 

2" X 5/8" comp, 
w/remote 

2 

$ 

655.00 

$ 

30.00 
























































QUESTIONNAIRE 

PLEASE LIST THE MAKE AND MODEL OF EACH METER BID: 
Section #1 


5/8" 

5/8" Sealed Eegister Water jyfeter 

5/8" X 3/A" 

5/8" X 3/4" Sealed Register Water Meter 

3/A" 

1" 

3/4" Sealed Register Water Fteter 

1" Sealed Register Water Ifeter 

1-1/2" disc 

1%" Sealed Register Water Mteter 

2" disc 

2" Sealed Register Water Meter 

2" turbo 

2" W-160 DR Turbo Meter 

2" X 5/8" coup. 

2" SRH Corpound Nfeter 

3" turbo 

3" W-350 DR Turbo Meter 

3" X 3/A" comp. 

3" SRH Corpound Lfeter 

A" 

4" W-1000 DR Turbo Meter 

A" X 1" comp. 

4" SRH Ccnpound Meter 

6" 

6" W-2000 DR Turbo Meter (Less Strainer) 

2" fire hydrant meter 

2" W-125 Hydrant Meter 


Section #2 


5/8" w/remote 

5/8" Sealed Register Water Meter With Generator 

Rarote Ocrrplete 

5/8" X 3/A" w/ remote 

5/8" X 3/4" Sealed Register Water Meter With 

3/A" w/reraote 

Generator Remote Corplete 

3/4" Sealed Register Water Meter With Generator 
Ranote Coiplete 

1" w/reraote 

1" Sealed Register Water Meter With Generator 
Remote Ccnplete 

1-1/2" disc w/remote 

l^s" Sealed Register Water Meter With Generator 
Ranote Corplete 

2" disc w/remote 

2" Sealed Register Water Meter With Generator 
Remote Corplete 

2" X 5/8" comp, 
w/remote 

2" SRH Corpound Water Generator Remote Corplete 

























THE FOLLOWING PRICES ARE TO 3E "PER UNIT": 
•SECTION #1 - 


Clgti 


OI o 




REGULAR STANDARD REGISTER METER 


METER SIZE EST. QUANTITY 

5/8" 200 

5/8" X 3/A" 250 

3/4" 20 

1 " 10 

1-1/2" Disc 10 

2" Disc 1 

2" Turbo 2 

2" X 5/8" Coup. 10 

3" Turbo 1 

.3" X 3/4" Comp. 2 

4" Turbo 2 

4" X 1" Comp. 1 

6 " Turbo 2 

2" Fire Hyd. Meter 4 


UNIT PRICE 

SCRAP ALLOWANCE 

$ 23.77 

$ 

3.85 

$ 23.77 

$ 

3.85 

$ 40.10 

$ 

4.50 

$ 51.12 

$ 

8.00 

$ 156.20 

$ 

12.50 

$ 260.05 

$ 

U 

18.50 ^ 

$ 208.89 

$ 

20.00 

$ 735.05 

$ 

20.00 

$ 301.28 

$ 

35.00 

$ 809.29 

$ 

35.00 

$ 582.75 

$ 

52.00 

$ 1304.15 

$ 

52.00 

$ 1102.48 

$ 110.00 

$ No Bid 

$ 

No Bid 


SECTION #2 

REGULAR STANDARD REGISTER METER WITH FACTORY 
READOUT HEAD, AND OUTSIDE REMOTE REGISTER. 


MOUNTED SELF-GENERATING 


METER SIZE EST. QUANTITY 

5/8" w/remote 1000 

5/8" X 3/4" 

w/reraote 5000 

3/4" w/remote 60 

1 " w/reraote 35 

1 - 1 / 2 " disc 

w/reraote 12 

2 " disc w/reraote 8 

2 


UNIT PRICE SCRAP ALLOWANCE 


$ 

28.35 

$ 

3-85 

$ 

28.35 

$ 

3.85 

$ 

49.71 

$ 

4.50 

$ 

62.83 

$ 

8.00 

$ 

168.20 

$ 

12.50 

% ■ 

269.40 

$ 

18.50 

$ ■ 

745.05 

$ 

20.00 


2" X 5/8" comp, 
w/remote 






















































rage ;> or a 


QUESTIONNAIRE 

PLEASE LIST THE MAKE AND MODEL OF EACH METER BID; 


Section #1 

All Badger Meter, Inc. 

5/8" 

■Recordall ?5 Rrnn?:p. cast i T-r.r, 

5/8" X 3/A" 

Recordall 25 Bronze, cast iron bottom 

3/4" 

1" 

Recordall 40 Bronze, cast iron bottom 

SC-ER-PT 

1-1/2" disc 

Recordall 120 

2" disc 

SC-ER 

2" turbo 

Recordall Turbo 

2" X 5/8" coup. 

Recordall Compound 

3" turbo 

Recordall Turbo 

3" X 3/4" comp. 

Recordall Compound 

4" 

Recordall Turbo 

4" X 1" comp. 

Recordall Compound 

6" 

Recordall Turbo 


2" fire hydrant meter No Bid 
Section #2 


5/8" w/remote 

Recordall 25 Bronze, cast iron bottom, W/ROM 

5/8" X 3/4" w/ remote 

Recordall 25 Bronze, cast iron bottom. W/ROM 

3/4" w/remote 

Recordall 40 Bronze, cast iron bottom, W/ROM 

1 " V// remote 

SC-ER-PT, W/ROM 

1-1/2" disc w/reraote 

Recordall 120, W/ROM 

2" disc w/remote 

SC-ER, W/ROM 

2" X 5/8" comp, 
w/remote 

Recordall Compound, W/ROM 




























THE FOLLOWING PRICES ARE TO BE "PER UNIT": 
SECTION#] 

REGULAR STANDARD REGISTER METER 




METER SIZE 

EST. QUANTITY 

UNIT PRICE 

SCRAP ALLOWANCE 

5/8" 

200 


$ 22.00 

$ 4.00 

5/8" X 3/A" 

250 


$ 22.00 

$ 4.00 

3/A" 

20 


$ 38.00 

$ 5.00 

1" 

10 


$ 58.00 

$ 9.00 

1-1/2" Disc 

10 


$165.00 

$ 13.00 

2" Disc 

1 


$220.00 

$ 20.00 

2" Turbo 

2 


$260.00 

$ 25.00 

2" X 5/8" Coup. 

10 


$840.00 

$200.00 

3" Turbo 

1 


$365.00 

$ 30.00 

.3" X 3/A" Comp. 

2 


$1120.00 

$300.00 

A" Turbo 

2 


$ 650.00 

$ 35.00 

A" X 1" Comp. 

1 


$1540.00 

$400.00 

6" Turbo 

2 


$1320.00 

$ 40.00 

2" Fire Hyd. Meter A 

ALT 

$ 420.00 

$ - 

i:'ire Hyd. 

Meter 




SECTION #2 





REGULAR STANDARD REGISTER 
READOUT HEAD, AND OUTSIDE 

METER WITH FACTORY MOUNTED SELF-GENERATING 

REMOTE REGISTER. 

METER SIZE 

5/8" w/remote 

EST. QUANTITY 

1000 

UNIT PRICE 

$ 33.90 

SCRAP ALLOWANCE 

$ 4.00 

5/8" X 3/A" 
w/remote 

5000 


$ 33.90 

$ 4.00 

3/A" w/remote 

60 


$ 50.10 

$ 5.00 

1" w/remote 

35 


$ 70.00 

$ 9.00 

1-1/2" disc 
w/remote 

12 


$177.50 

$ 13.00 

2" disc w/remote 

8 


$232.50 

$ 20.00 

2" X 5/8" comp, 
w/remote 

2 


$880.00 

$200.00 
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QUESTIONNAIRE 

PLEASE LIST THE MAKE AND MODEL OF EACH METER BID; 
Section #1 


5/8" 

NEPTUNE - TRIDENT 

5/8" X 3/A" 

NEPTUNE - TRIDENT 

3/A" 

1" 

NEPTUNE - TRIDENT 

NEPTUNE - TRIDENT 

1-1/2" disc 

NEPTUNE - TRIDENT 

2" disc 

NEPTUNE - TRIDENT 

2" turbo 

NEPTUNE - TRIDENT TURBINE 

2" X 5/8" coup. 

NEPTUNE - TRIDENT TRU FI£) COMPOUND 

3" turbo 

NEPTUNE - TRIDENT TURBINE 

3" X 3/A" comp. 

NEPTUNE - TRIDENT TRU FLO COMPOUND 

A" 

NEPTUNE - TRIDENT TURBINE 

A" X 1" comp. 

NEPTUNE - TRIDENT TRU FLO COMPOUND 

6" 

NEPTUNE - TRIDENT TURBINE 

2" fire hydrant meter 

ALTERNATE - NEPTUNE HYDRZOT METER 

Section #2 


5/8" w/reraote 

NEPTONE - TRIDENT W/PUISER RM 

5/8" X 3/A" w/ remote 

NEPTUNE - TRIDENT W/PULSER RM 

3/A" w/remote 

NEPTUNE - TRIDENT W/PULSER RM 

1" w/remote 

NEPTUNE - TRIDENT W/PULSER RM 

1-1/2" disc w/remote 

NEPTONE - TRIDENT W/PUIEER RM 

2" disc w/remote 

NEPTUNE - TRIDENT W/PULSER RM 

2" X 5/8" comp, 
w/remote 

NEPTUNE - TRIDENT TRU FLO W/PULSER RM 

























S-84-03-17 


BILL NO. 


REPORT OF THE COMMITTEE ON UTILITIES 

WE, YOUR COMMITTEE ON UTILITIES _^^0 WHOM WAS REFERRED AN 

ORDINANCE_ approving City Utilities Purdhase Order Numbers A-3358 5 

and A-33586 with Badger Meter and Rockwell International, for the 

Water Maintenance and Service Department of the City of Fort Wayne, 

Indiana 


HAVE HAD SAID ORDINANCE UNDER CONSIDERATION AND BEG LEAVE TO REPORT 
BACK TO THE COMMON COUNCIL THAT SAID ORDINANCE /) a PASS. 


THOMAS C. HENRY, CHAIRMAN 


MARK E. GiaQUINTA, VICE CHAIRMAN 


CHARLES B. REDD 


JAMES S. STIER 





DONALD J. SCHMIDT 




CONCURREDIN. 






SANDRA E. KENNEDY. CITY CtERK 






























TITLE OF ORDINANCE 


DIGEST SHEET 


SPECIAL ORDINANCE 




/7 


DEPARTMENT REQUESTING ORDINANCE _ 

SYNOPSIS OF ORDINANCE Ordinance approving the awarding of the bids with 


rfispect to the purchase of water meters for the Water Maintenance and Service 

Department of the City of Fort Wayne, Indiana. 


EFFECT OF PASSAGE Water service to the residents of the City of Fort Wayne 
con continue and new construction could also continue. 


EFFECT OF NON-PASSAGE Water service to the residents and new construction 
would not be possible. 


MONEY INVOLVED (Direct Costs, Expenditures, Savings) Badger Meter - $152,670.30 
Rockwell Meter - $27,479.13 


ASSIGNED TO COMMITTEE (President) 


























